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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 00068 091003Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

091005Z 116931 /15 

R 080939Z JAN 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5441 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 0068 

USDOC FOR CAGNE/SIPS 
ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BTIO, BEXP, TC 

SUBJ: EARLY WARNING - PROJECT OPPORTUNITIES: WATER AND SEWAGE SYSTEMS 
IN AL-AIN, UAE 

1 . ALTHOUGH TENDERS HAVE ALREADY BEEN SOLICITED FOR THE FIRST 
PHASE OF THE AL-AIN WATER SYTEM EEXPANSION, SEVERAL MORE WATER 
AND SEWAGE PROJECTS, TOTALLING APPROXIMATELY 200 MILLION DOLLARS 
ARE STILL TO COME. VARIIOUS WATER ANS SEWAGE PROJECTS FOR WHICH 
TENDERS ARE STILL TO BE SOLICITED AREE (ONE DOLLAR EQUALS 3.94 DH. 

ALL DATES 1977): 

A) PROJECT WE-5. CONSISTS OF CONSTRUCTION OF NUMBER OF REINFORCED 
CONCRETE WATER RESERVOIRS, PIPING, AND METERING. ESTIMATED 
VALUE 200 MILLION DH. DOCUMENTS TO BE AVAILABE FROM ABU DHABI 
DEPT OF WATER AND ELECTRICITY BY JAN 8. COST OF DOCUMENTS 

WILL BE APPROXIMATELY 20,000 DH. BIDS TO BE DUE BY FIRST WEEK 
IN APRIL. DECISION BY SECOND WEEK IN JULY. CONSTRUCTION PERIOD 
26 MONTHS. 

B) PROJECT M-3. FOR SEWAGE. INCLUDES DRAINAGE OF AL-AIN 
MILITARY CAMP AND TOWN CENTER USING VITRIFIED CLAY PIPE. 

ALSO INCLUDES CONSTRUCTION OF TEMPORARY TREATMENT LAGOON 
SYSTEM WITH OZONATION AND OXYGENATION. ESTIMATED VALUE 75 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 00068 091003Z 

MILLION DH. DOCUMENTS TO BE AVAILABLE IN EARLY MARCH. TEN 
WEEK TENDERING PERIOD. DECISION 100 DAYS AFTER TENDER DUE 
DATE. 16 MONTH CONSTRUCTION PERIOD. 

C) PROJECT M-4. FOR SEWAGE. INCLUDES CONSTRUCTION OF 12 
RPT 12 KILOMETERS OF 900 MM FIBERGLASS(GRP) TRUNK LINE, 

PUMPING STATION, AND TWIN MAINS TO NEW SEWAGE TREATMENT 
PLANT (TO BE 22 KILOMETERS OUTSIDE OF TOWN). ALSO INCLUDES 
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CONSTRUCTION OF PERMANENT SEWAGE TREATMENT PLANT CONSISTING 
OF SCREENING, AERATION, SEDIMENTATION, SAND FILTERING, 
CHLORINATION, AND METERING FACILITIES. WILL ALSO INCLUDE 
EXTENSIVE LANDSCAPING AROUND TREATMENT PLANT. ESTIMATED 
VALUE 175 MILLION DH. DOCUMENTS TO BE AVAILABLE IN MAY. 

TEN WEEK TENDERING PERIOD. DECISION 100 DAYS AFTER TENDER 
DUE DATE.30 MONTH CONSTRUCTION PERIOD. 

D) PROJECT M-5. FOR SEWAGE. INCLUDES CONSTRUCTION OF 
DRAINAGE NETWORK FOR REST OF AL-AIN USING VITRIFIED 
CLAY PIPE. INCLUDES 15 MPMPING STATIONS. MAY BE SPLIT 
INTO TWO OR MORE SEPARATE TENDERS. ESTIMATED VALUE 250 
MILLION DH. DOCUMENTS TO BE AVAILABLE BY AUGUST. TEN WEEK 
TENDERING PERIOD. DECISION 100 DAYS AFTER TENDER DUE DATE. 

30 MONTH CONSTRUCTION PERIOD. 

2. CONSULTANT FOR ALL OF THESE PROJECTS IS D. BALFOUR 
AND SONS (U.K.). ADDITIONAL INFORMATION IS AVAILABLE FROM: 

.4. DAVID YOUNG, MANAGER 
D. BALFOUR AND SONS 
POBOX 1419 

AL-AIN, ABU DHABI, UNITED ARAB EMIRATES. 

DICKMAN 
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